Prevent ESD 


tad POZZETTA 


Creating Secure Environments 


SF300-02 300mm FOUP Front Opening Unified Pod 


Pozzetta will protect your valuable products from particles, ESD damage, outgassed components, and high costs. 
Companies around the world trust Pozzetta to create secure environments for the semiconductor, electronics, and 
medical industries. 


Dimensions Features and Benefits SF300-02 300mm 


e SEMI Std. Compliant 


Capacity: 25 e Basic design to attain 
low particle generation 
Overall Size: 452mm x 353mm x and superior sealing 
300mm ability 
e Precise construction for 
SEMI Std. Compliant (E47.1, E1.9, interoperability. 
E57, E62) e Materials specifically 
selected to reduce 
Pocket Spacing - The distance outgas and moisture 
between pocket center lines: 10mm absorption 


e ESD safe wafer 
supports, robotic lifting 
flange and kinematic 
grooves. 


